Brief comment text:

I am both a licensed amateur radio operator and a member of our Community Emergency Response Team (CERT).  The 900mhz allocation is being used to keep out communities safe.  We have established an extensive Amateur Radio Emergency Data Network (AREDN mesh) which includes our 900mhz allocation.  In addition, we have helped establish an extensive Meshtastic mesh network as a means to enable both hams and non-hams to communicate with each other during a disaster.  Meshtastic is being used extensively throughout the US and taking away 900mhz will most certainly make us all less safe.
